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NOTES: 


ALL RESISTORS ARE 1/2 WATT UNLESS MARKED OTHERWISE. 

ALL RESISTOR VALUES ARE IN OHMS (K=1000, MEG=1,000,000), 

ALL CAPACITOR VALUES ARE IN ULF D UNLESS MARKED OTHERWISE 
~--—-INDICATES ALTERNATE CONNECTION. 

# OPTIONAL: SEE POWER SUPPLY MANUAL 
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